The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Piain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

2 / 11/11 

Robert Kidd 

Assistant District Attorney, Bristol County 



Dear Mr. Kidd. 

Enclo^d is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 



GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Nicole Medina. If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: NEM, CBS 


Folk DIG PRR 078008 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8j00-11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 
1 : 00 - 3:00 


City or Department: 




iveA 


Name and Rank of Submitting Officer: 






Police Reference No.: 





To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 












Prelim: (JoT C\Sl. 

No. Date Analyzed: |J 

City: FALL RIVER 
Def : 

Ain't; Sub; SUB Cent: 1 PB 

#TESTED; 

Date Rec: 08/31/2007 From: DET. NORBERT PACHEC( 
Gross Wt; 7.30 
Net V/eight: \ SU> 

i 

QUANT: 



Folk_OIG_PRR_078010 




DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested: 


AGENCY 




Kwor 


ANALYST 
Evidence Wt. 


PHYSICAL DESCRIPTION: 






Gross Wt ( ); 


o(^ focVLPwVj) 




Gross wt { \ ):_^ • oL^r 

Pkg. Wt: 0 • ^>561U Cvs^^ 


Net Wt 


: JjSb^lioG 


2^^ 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 1 

Thiocyanate (-V) LO |Oj0 a A 


Marquis 


Froehde's 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride _ 

TLTA (V) LO / A 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS CloCcxJxrVp' 

DATE 


GC/MS CONFIRMATORY TEST 

R ESULTS do C Ovl. g 

OPERATOR \OfiC 
DATE 


Revised 7/2005 


Folk OIG PRR 078011 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\12_12_07\574336.D 

KAC 

12 Dec 2007 16:18 

BLANK 

1 

DRUGS 

RTE 



Abundanci TiCTSTimU 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


574336.D 


Fri Feb 11 08:47:05 2011 


Page l 


Folk OIG PRR 078012 












Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\12_12_07\574337.D 

KAC 

12 Dec 2007 16:32 

COCAINE STD 

37 

DRUGS 

RTE 


Abundance 
700000 i 
600000 
500000; 
4000001 
300000; 
200000 ; 
1000001 


TICT 574337:D” 


34 


lTime-> 2.00 2.io 3.00 

' 3.60 ’ 4.00 ' 4.50 ' 5,00 

5,60 6.00 

6.50 7.00 7.50 8.00 8.50 aOO 9.50 ^ 

Ret. Time 

Area 

Area % 

Ratio % 

4.340 

726508 

100.00 

100.00 


574337,D 


Fri Feb 11 08:47:09 2011 


Page 1 


Folk OIG PRR 078013 











Area Percent / Library Search Report 


Information from Data File: 


File Name 

E:\SYSTEM4\12 12 07\574337.D 


Operator 

KAC 


Date Acquired 

12 Dec 2007 16:32 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

37 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 


4,34 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80! 


82 


■ Average ofXSI'Slo 4,445 mih.: 574337.D"(-) 


182 


60 


40| 


20i 


42 


51 


68 ! 


94 


105 


122 


135 


^ 4 b sb''eb^0 "m gb tbo 110' tbo 'm 150^ibo i 7 o' ibo ibo"^o 2^0 2 ^^ 240" 2 bb^W 27 b 260'bbb 360 


152 166 


198 


272 


222 244 259 


288 


303 I 


■- 4 -, . ; ! 


Abundance 


82 


80^ 


60: 


182 


40^ 


20 i 


42 


51 




68 


94 


105 




122 

M14.I 135 ^52 166 


198 


214222 244 259 


272 


303 ; 


m/z-> 40 50 60 70 80 90 100 


IIO 120 130 140 150 1^0 170 lio 1^0 ^0 2-io 2 ^ 2& 240 25o' 2^' 270 2^0 290 300 


574337.D 


Fri Feb 11 08:47:10 2011 


Page 2 


Folk OIG PRR 078014 



















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\12_12_07\574354.D 

KAC 

12 Dec 2007 20:24 

BLANK 
NEW 
2 

DRUGS 

RTE 


Abundance 110:5743541) 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


574354.D Fri Feb 11 08:47:22 2011 Page 1 


Folk OIG PRR 078015 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\ 
KAC 

12 Dec 2007 


NEM 

55 

DRUGS 

RTE 


12_12_07\574355 .D 
20:38 


mms. ~~ . .4;34 . 

6000001 I 

; 500000! 

I 400000; 

300000; 

200000; i 

i 100000: 

> : ii 

i Q! n ^ 

|Time--> 2.00 ^50 3.6o aiq 4.bo Too s.bo s.so ' o.bb" a^5o 7.00 . 7.bo mo mo 9.00 9.50' 


Ret. Time 

Area 

Area % 

Ratio % 

4.338 

663187 

100.00 

100.00 


574355.D 


Fri Feb 11 08:47:26 2011 


Page 1 


Folk OIG PRR 078016 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM4\12_12_07\574355.D 

KAC 

12 Dec 2007 20:38 


NEM 
55 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.34 C;\DATABASE\SLI.L 

COCAINE 


^undarice 


801 


60 


000050-36-2 99 


82 




182 


40 


2Q\ 


94 


105 


42 


51 


68 


122 

.. , ^ . i -114 i 135 


jjj I 


198 


303 


272 


I 207 222 242 259 ; 281 


4b 5'(^ 60 70_80 90 lOO 110 1 20 130 140 130 160 170 1 80 l9 0 200 210 2^ 0 2^0^40^50 260^70 280^90 300 
^undan!^. 


82 


80 i 


60 i 


40! 


94 


105 


~n29TCUUAmE 


182 


20 i 42 

I i . 68 

OLJi.h, i, 


122 


iij. 


Oil Lu114 




135 


198 


214 


244 259 


272 


303 I 


m/z^o 40 50 60 70 80 90 100 110 120 l30 140 150 160 170 180 190 200 2i0 220 230 240 250 260 270 280 290 300 


574355.D 


Fri Feb 11 08:47:27 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E: \SYSTEM4\12_I2__07\574360 .D 
KAC 

12 Dec 2007 21:46 

COCAINE STD 

60 

DRUGS 

RTE 


600000 
500000. 
400000i 
i 300000; 

i 

; 200000 [ 

100000j 

' ol- 


4)34 


rrC: 574"mD 


ZOO 2.50 ZOO 

3.50 4.00 4.50 5.00 

5.50 

6.00 

6.50 7.00 7,50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.338 

687848 

100 . 

00 

100.00 


574360 .D 


Fri Feb 11 08:47:43 2011 


Page 1 


Folk OIG PRR 078019 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM4\12_12_07\574360.D 

Operator : KAC 

Date Acquired : 12 Dec 2007 21:46 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 60 

AcquisitionMeth: DRUGS 
Integrator : RTE 






















